BOTANICAL DEPARTMENT. 


Itgrienltaral ^allege ^jftrimenl Station. 


JAMES NEILSON, 

ACTING DIRECTOR. 

PROF. BYRON D. HALSTED, 

BOTANIST AND HORTICULTURIST. 




Mew Brunswick, N. J., } 
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